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THIS selected bibliography follows closely in arrangement 
and character the bibliography published in 1898 by the 
American Manual Training Association. As in the earlier pub- 
lication, the aim has been to prepare a helpful working list of 
the most important and suggestive literature upon the history, 
theory, and practice of manual training rather than an absolutely 
comprehensive bibliography. 

A considerable quantity of pamphlet material is still repre- 
sented in the lists, but the proportion of such matter in the 
addenda is extremely small as compared to that in the original 
compilation, indicating, it is fair to assume, a natural and 
healthy tendency in manual training literature toward more 
stable forms of publication. 

The effort has been still to confine the lists closely to matter 
relating to educational manual training. Not only has all matter 
concerned strictly with engineering, technical and industrial 
education been omitted, but works dealing solely with technical 
processes, not aimed directly at school use and conditions, have 
been excluded. 

The few foreign works included in the lists have been sug- 
gested by leading authorities in the countries represented, and 
have been selected with a view to their representative character 
and their suggestiveness to American readers. 

C. R. Richards. 

GUSTAF LarSSON. 

J. P. Haney. 



HISTORY AND THEORY. 



Adler, Felix Moral Instruction of Children. 

New York, Appleton, 1892. Pp. 270. 

Ball, F. H Manual Training and Correlation. 

Proceedings American Manual Training Asso- 
ciation, 1899. 

Bamberger, G Education of Head and Hand. 

Cbicago, Flanagan, 1891. Pp. 116. 

** Industrial Training." A Report. 

New York, Bruno, 1885. Pp. 11. 

Banes, C. H Manual Training and Apprenticeship 

Schools in 1890. 

Philadelphia, Buchanan, 1890. 

Barnard, W. T Report on Technical Education. 

Baltimore, Friedenwald, 1887. Pp. 70. 

Bates, R. C Manual Training in Character Building. 

Proceedings American Manual Training Asso- 
ciation, 1898. 

Belfield, H. H Manual Training and the Public Schools. 

* Educational Monographs, V. i, No. i. New 
York, 1888. 

Benns, C. P Educational Value of Machine Work. 

Proceedings American Manual Training Asso- 
ciation, 1898. 

Blake, J. V Manual Training in Education. 

Chicago, Kerr, 1886. Pp. 83. 

Briggs, F. H Industrial Training in Reformatory In- 
stitutions. 

Syracuse, Bardeen, 1898. Pp. 27. 

Browne, J. C Handcraft. 

Educational Monographs, V. 3, No. 5, New 
York, 1890. 

Bryant, G. H The Exercise vs. The Complete Model 

System. 

Proceedings American Manual Training Associ- 
ation, 1897. 

* Published by the New York College for the Training of Teachers. 



Butler, N. M Argument for Manual Training. 

New York, Kellogg, 1888. 

Calder, F. L Practical Cooking in Elementary Schools. 

(See Interaational Conference on Education, 
V. 2, P. 1 71-184. London, Clowes, 18S4.) 

Calkins, N. A Educational Demands of To-day. 

New York, Industrial Educational Association, 
1887. Pp. 16. 

Cobb, M. E Instructive and Productive Employments: 

Their Suitability for Industrial Schools. 
Proceedings Twelfth Conference of Charities 
and Cdrfcction. 1885. 

Dewey, John The School and Society. 

Chicago, University of Chicago Press, 1899. 
Pp. 125. 

Germain, V. J On the Teaching of Domestic Economy 

and Needlework. 

(See International Conference on Education, 
V. 2, P. 334-346. London, Clowes, 1884.) 

GiLMAN, D. C Plea for the Training of the Hand. 

Educational Monographs, V. i. No. i, New 
York, 1888. 

Gotze, Woldemar. ..Hand and Eye Training. 

London, Newmann, Pp. 229. 

Ham, C. H Manual Training. The Solution of Social 

and Industrial Problems. 

New York, Harper, 1886. Pp. 403. 

Co-Education of Mind and Hand. 

Educational Monographs, V. 3, No. 4, New 
York, 1890. 

Haney, J. P Organization and Administration of Man- 
ual Training in a City School System. 

Proceedings American Manual Training Asso- 
ciation, 1899. 

History and Present Status of Instruction in Cooking in the 

Public Schools of New York City. 

United States Department of Agriculture, Office 
of Experiment Stations, Bulletin 56, 1899. 
Pp. 70. 

Hughes, J. L Educational Advantages of Manual Train- 
ing. 

Proceedings American Manual Training Asso- 
ciation, 1897. 



Industrial Education. 

Eighth Annual Report of the Commissioner of 
Labor. Washington, 1892. Pp. 707. 

Jacobson, Augustus.. Higher Ground. 

Chicago, McClurg, 1888. Pp. 251. 

Ken YON, W. J The Aesthetic Element in Manual Training. 

Proceedings American Manual Training Asso- 
ciation, 1899. 

Keyes, C. H True Tests of Educational Manual Train- 
ing. 

Proceedings American Manual Training Asso- 
ciation, 1898. 

Klemm, L. R European Schools. 

New York, Appleton, 1889. Pp. 426. 

Larsson, Gustaf American Sloyd. 

Boston, Sloyd Training School, 1900. Pp. 27. 

The Origin and History of the Sloyd in 
Sweden. 

Proceedings American Manual Training Associ- 
ation, 1897. 

Leland, C. G Practical Education. 

London, Whittaker, 1888. Pp. 280. 

Lord, Emily Sloyd as a means of Teaching the Essen- 
tial Elements of Education. 
London, Cassell, 1888. 

MacAllister, James.. Manual Training in the Public Schools of 

Philadelphia. 

Educational Monographs, V. 3, No. 2, New 
York, 1890. 

Mc Arthur, Arthur. Education in its relation to Manual In- 
dustry. 

New York, Appleton, 1886. Pp. 393. 
Magnus, Sir Philip. .Industrial Education. 

London, Paul, 1888. Pp. 271. 
Manual Training. 

Address before National Association of Manual 
Training Teachers, London, Whittaker, 1894. 
Pp. 21. 

Manual Training and Industrial Education. 

Report of a Commission appointed by the Gov- 
ernor of Massachusetts, 1893. Pp. 320. 

Marenholtz-BiJlow, Bertha von — School Workshop. 

Syracuse. Bardeen, 1892. Pp. 27. 
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Mayo, A. D Industrial Education in the South. 

U. S. Bureau of Education, Circular of Infor- 
mation, 1888, No. 5. 

Meath, Earl of, Editor — Prosperity or Pauperism. 

London, Longmans, 1888. Pp. 342. 

Moss, J. F Workshop Instruction in Elementary, 

Higher and Evening Schools. 

(See International Conference on Education, 
V. 2, P. 24-33. London, Clowes, 1884.) 

National Education Association — Papers. 

Published by the Association, 1 884-1 899. 

AcKLEY, W. N The True American Idea of Labor. 1889. P. 238-243. 

Addicott, J. E Correlation of Manual Training with other Branches of 

Study. 1899. P« 923-928. 

Adler, Felix Technical and Art Education in Public Schools, 1884. 

P. 308-319. 

Baker, J. H Report on Exhibits from Manual Training Schools. 

1887. P. 686-691. 

Barnard, Job Manual Training — Its Purpose and Value. 1898. 

P. 989-995. 
Bennett, C. A ^Esthetic Principle in Manual Training. 1896. P. 786- 

790. 

Manual Training from the Kindergarten to the High 
School. 1892. P. 449-455. 

Booth, E. R Philosophy of Manual Training. 1895. P. 720-731. 

Bradley, J. E Influence of Manual Training on Habits of Thought. 

1892. P. 663-671. 

Manual Training in Grammar Grades. 1890. P. 834- 
842. 

Brown, Harris, Hoose and Parr. Educational Value of Manual Training. 

1889. P. 4I7t423. 
Buchanan, J. R Moral Influence of Manual Training. 1883. P. 37-46. 

Calkins, N. A Course of Manual Training in Primary Classes. 1890. 

P. 828-834. 

Carroll, C. F Manual Training and the Course of Study. 1896. 

P. 778-786. 

Carter, C. M Manual Training through Industrial Drawing. 1886. 

P. 443-357. 
Clute, Oscar The Head and the Hand. 1897. P. 734-742. 

Crawford, T. O Educational Power of Manual Training in our Gram- 
mar Schools. 1888. P. 570-583. 

Curtis, V. G Woodwork in Grammar Grades. 1894. P. 261-278. 

Edwards, W. A Teacher in the Manual Training School. 1899. P. 

905-910. 



English, G. E Constructive Work in the Elementary School. 1899. 

P. 917--922. 

Fairchild, G. L Some Limitations in Industrial Training. 1888. P. 

549-555. 
Fay, L. a Practical Methods of Instruction. 1887. P. 206-211. 

Goss» W. F. M Outline of Technical Work for a Manual Training 

School. 1885. P. 263-274. 

H AILMANN, W. N .... Manual Training in the Elementary School. 1890. 
P. 842-850. 

Hall, M. F Value of the Hand in the Acquisition of Knowledge 

and the Expression of Thought. 1898. P. 
642-648. 

Ham, C. H Educational Value of Manual Training. 1888. P. 

259-262. 

Harris, W. T Art Education, the True Industrial Education. 1889. 

P. 647-655. 

The Intellectual Value of Tool-Work. 1889. P. 
92-98. 

Haven, C. L Relation of the Kindergarten to Manual Training. 

1892. P. 443-448. 

Hoffman, Paul Manual Training in New Yotk City Schools. 1892. 

P. 471-474. 

HoYT, J. E Manual Training in the Public Schools of the Smaller 

Cities. 1896. P. 768-777. 

J ACOBSON, Augustus. Layman's View of Manual Training. 1884. P. 
293-308. 

James, H. M Influence of Manual Training in Elementary Schools. 

1890. P. 850-858. 

Johnson, A Manual Training System of Los Angeles. 1899. P. 

928-931. 

Kedzie, N. S Need of Manual Training for Girls. 1896. P. 

756-760. 

Keyes, C. H Modifications of Secondary School Courses most de- 
manded by the Conditions of to-day. 1895. P. 
731-741. 

KovALEVSKY, E. DE. .Manual Training in Russia. 1893. P. 604-605. 

Larsson, Gustav. . . Sloyd for Elementary Schools contrasting with the 
Russian System of Manual Training. 1893. P. 
599-603. 

Larkins, CD The Effects of Manual Training. 1895. P. 748-752. 

Lazenby, Wm. R. . . . Manual Training in Horticulture. 1898. P. 776-778. 

Leipziger, H. M Education as affected by Manual Training. 1892. 

P. 439-443. 
Progress of Manual Training. 1894. P. 877-880. 

Magoun, G. F Manual Education from the Other Side. 1886. P. 

484-497. 
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McLouTH, Lewis Some Definitions. 1891. P. 745-749. 

Miller, J. C Drawing — Its Relation to Manual Training and the 

Industrial Arts. 1894. P. 872-876. 

Northrop, B. G Industrial Education in the South. 1889. P. 628-633. 

Ordway, J. M Handwork in the School, 1884. P. 319-336. 

Paessler, V. S Educational Value of Metal- Working. 1899. P. 

911-916. 

Parker, W. D Some Possible Relations of Normal Schools to Manual 

Training. 1897. P. 749-752. 

Peabody, S. H The Value of Tool Instruction as Related to the 

Active Pursuits in which Pupils may subsequently 
engage. 1889. P. 98-103. 

Pedagogical Value of the School Workshop. 1886. 
P. 305-317. 

Place Manual Training should occupy in a System of 
Public Schools. 1887. P. 196-205. 

PiNNEY, M. A Plea for the Systematic Extension of Industrial Train- 
ing from the Kindergarten to Grammar Schools. 
1895. P. 753-759. 

Powell, W. B Manual Training between the Employments of the 

Kindergarten and those of the Grammar Schools. 

1892. P. 672-681. 

Industrial and Manual Training in the School Course. 

1893. P. 606-613. 

Pratt, R. H Industrial Training as Applied to Indian Schools. 

1895. P. 759-764. 

Report upon Classification, Nomenclature and Practical Details of Manual 
Training. 1890. P. 761-785. 

Report on Exhibits from Manual Schools at the Chicago Educational 
Exhibition. 1887. P. 678-692. 

Richards, E. H Domestic Science as a Synthetic Study for Girls. 

1898. P. 766-773. 

Richards, Zalmon. .Relation of Industrial to Intellectual and Moral Train- 
ing in our Public Schools. 1888. P. 563-569. 

RoBBiNS, G. A., Chairman. Report of Committee on Hindrances and Helps 
to Manual Training and Industrial Education. 
1898. P. 779-786. 

Robinson, A. R Industrial Education a Necessity of the Times. 1895. 

P. 741-746. 

Runkle, J. D Introductory Address. Congress of Industrial and 

Manual Instruction. 1893. P. 592-594. 

SissoN, E. O Mental Results from Manual Training. 1897. 

P. 742-747. 
Snyder, J. L Education for the Industrial Classes. 1898. P. 758- 

763. 
Tadd, J. L ". . . .Manual Training Methods in Philadelphia Public 

Schools. 1894. P. 886-891. 
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Thompson, S. R Report of Progress of Industrial Education. 1885. 

P. 248-257. 1888. P.. 556-562. 

Trybom, J. H Sloyd as an Educational Subject. 1892. P. 451-461. 

Walker, F. A Manual Training in Urban Communities. 1887. 

P. 196-205. 

Walters, J. D Ways, Means and Maxims in Manual Training. 

1889. P. 621-628. 
Waterman, Richard. Function of Manual Training in the Elementary 
School. 1898. P. 649-655. 

White, F. J Physical Effects of Sloyd. 1896. P. 760-766. 

Wise, H. A Manual Training in the Primary and Grammar Schools. 

1889. P. 104-110. 

WoLVERTON, N Manual Training and its Place in the Educational 

System of Ontario. 1891. P. 752-757- 
Woodward, C. M.. .Discussion of the French System of Industrial and 
Manual Instruction. 1893. P. 597-599. 
Function of an American Manual Training School. 

1882. P. 140-157. 
The Function of the Public School. 1887. P. 212-224. 
Manual Training. 1883. P. 84-99. 
Manual Training. The Results of the St. Louis 

School. 1889. P. 73-91. 
New Demands upon Schools by the World's Indus- 
tries. 1893. P. 594-597. 
Organizations and Plans for Manual Training Schools. 

1894. P. 876-877. 
Relation of Manual Training Schools to Technical 

Schools. 1893. P. 583-589. 
The Teacher of Tool Work. 1891. P. 749-752. 

Proceedings of the Departments of Superintendence N.E.A. 
published by the Commissioner of Education as Circu- 
lars of Information. 

Allen, Jerome To what extent and how can Manual Training be in- 
troduced into Ungraded Schools. Circ. No. 2, 
1889. P. 133-152. 

Brown, G. P The Educational Value of Manual Training. Circ. 

No. 2, 1889. P. 153-159. 

CoMPTON, H. W How and to what extent may Manual Training be 

introduced into City Schools. Circ. No. 2, 1889. 
P. 173-179- 

What a Small City is doing in Industrial Education. 
Circ. No. 3, 1887. P. 129-134. 

Ford, J. D How shall Manual Training be introduced into the 

Graded Schools. Circ. No. 2, 1889. P. 168-173. 

Ham, C. H How and to what extent can Manual Training be In- 
grafted on our System of Public Schools ? 

Discussion by A. P. Marble, N. M. Butler, H. H. 
Belficld, M. A. Newell. Circ. No. 6, 1888. P. 19- 
41. 
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Harris, W. T The Psychology of Manual Training. Circ. No. 2, 

1889. P. 1 1 7-132. 
Marble, A. P Public Instruction in Industrial Pursuits. Circ. No. 4, 

1884. P. 126-131. 

Ordway, J. M Industrial Education. Circ. No. 4, 1884. P. 11 7-126. 

Parker, F. W., and Powell, W. B. Industrial Education in our Public 

Schools. Circ. No. 3, 1887. P. 113-114 and 

J 24-1 29. 
Seaver, E. P Mechanic Arts High School. Circ. No. 2, 1889. 

P. 160-167. 
Woodward, C. M... Relation of Manual Training to Body and Mind. 

Circ. No. 2, 1889. P. 91-107. 

New England Conference of Educational Workers. 
J. O. Norris, Sec'y, Melrose, Mass. 
Conference on Manual Training. 
1891. Pp. 182. 
contents. 
Richards, R. H Manual Training as an Inspiration to Mental De- 
velopment. 

Woodward, J. E Sloyd. 

Enebuske, C. J The Relation of Sloyd to Gymnastics. 

Adler, Felix The Educational Value of Manual Training in the 

Public Schools. 

BoYDEN, A. G What is Manual Training? 

James, E. J The Kindergarten and the Public School. 

Bailey, H. T Color. 

Larned, C. W The Language of Form. 

Richards, C. R Means and Methods of Manual Training. 

KiLBON, G. B Manual Training in Springfield. 

Jones, D. W Manual Training as an Auxiliary in the Formation of 

Intellectual Habits. 

Patten, S. N The value of Education Relatively to the Consumption 

of Wealth. 
RuNKLE, J. D The Origin of Mechanic Art Teaching: Its Introduc- 
tion into this Country. 
And a number of addresses. 

Report on the Preparation of Teachers of Manual Training. 
1899. P. 

Palmer, Courtlandt. New Education: Manual Training an In- 
dispensable Department. 

New York, Gramercy Park School, 1885. Pp. 24. 

Pierce, F. H Whittling for the Elementary Grades. 

Proceedings American Manual Training Asso- 
ciation, 1898. 

Report of the Commission on Industrial Education made to the 
Legislature of Pennsylvania. 

Harrisburg, 1 891. Pp. 592. 



13 

Reports and Minutes of Evidence of the Commission on Manual 
and Practical Instruction in Primary Schools under the 
Board of National Education in Ireland. 

London, Eyre & Spottiswoode, 1897. 7 vols. 

Report of the Special Committee of the London School Board 
on the Subjects and Modes of Instruction in the Board's 
Schools. London. Hazell, 1888. Pp. 171. 

Richards, C. R. and O'Neil, H. P. — Manual Training in the 
Public Schools. Educational Monographs, V. 3, No. i. 

New York, 1890. 

Richards, E. H Manual Training for Girls. 

Proceedings American Manual Training Asso- 
ciation, 1897. 

RuNKLE, J. D Report on Industrial Education. 

Boston, Brown, 1884. Pp. 34. 

Manual Element in Education. 

Report of the Massachusetts Board of Educa- 
tion, 1882. P. 131-200. 

Sackett, H. S The Value of Sewing in Manual Training 

High Schools. 

Proceedings American Manual Training Asso- 
ciation, 1897. 

Salicis, G. a Manual Training in France. 

Educational Monographs, V. 3. No. 3. New 
York, 1890. 

Enseignement du Travail Manuel. 

(In Musee Pedagogique. Memoires et docu- 
ments scolaires. Fascicule No. 33. Paris. 
Imprimerie Nationale. 1889.) 

Salomon, Otto Theory of Educational Sloyd. 

Boston, Silver, 1896. Pp. 150. 

Sloyd in the Service of the School. 

Educational Monographs, V. i. No. 6. New 
York, 1888. 

ScHMiTT, E La Pedagogic du Travail Manuel. 

Paris, Picard. Pp. 160. 

ScHOENHOF, Jacob. . .Industrial Education in France. 

Pt. I. Technical Education in Europe. 

Washington, Government Printing Office, 1888. 
Pp. 136. 

Scripture, E. W Manual Training in Brain Development. 

Proceedings American Manual Training Asso- 
tion, 1899. 
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Seidel, Robert Industrial Instruction, a Pedagogic and 

Social Necessity. 

Boston, Heath, 1887. Pp. 160. 

Sluys, a ; . . .Manual Training in Elementary Schools 

for Boys. 

Educational Monographs, V. 2, Nos. 1-2. 
New York, 1889. 

Special Reports on Educational Subjects. 

London, Eyre & Spottiswoode. 3 vols. 1896-98. 
Vol. I. Domestic Economy Teaching in England. Mrs. Pillow. 
Technical Education for Girls. A. J. Cooper. 
The Housewifery Schools and Classes of Belgium. Block and 
Brackenbury. 
Vol. 3. The Present Position of Manual Instruction in Germany. Otto W. 
Beyer. 

Straight, H. H Aspects of Industrial Education. 

Syracuse, Bardeen, 1882. Pp. 12. 

Talbot, H Manual Training, Art and the Negro, an 

Experiment. 

Montgomery, 1894. Pp. 34. 

Teegan, T, H Technical, Industrial and Commercial 

Education in France. 

London, Simpkin, 1891. Pp. 223. 
Thornton, J. S Manual Training in Germany. 

London, Laurie, 1891. Pp. 8. 

Trybom, J. H Three Years' Course in Paper and Card- 
board Work. 

Proceedings American Manual Training Asso- 
ciation, 1898. 

Tyler, J. M The Meaning of Manual Training in Edu- 
cation. 

Proceedings American Manual Training Asso- 
ciation, 1899. 

United States Bureau of Education. 

Art and Industry; Education in the Industrial and Fine Arts in 
THE United States. Clarke, I. E. 4 Vol. Washington, 1885-1898. 

Contents. 
V. I. Drawing in the Public Schools. 

V. 2. Industrial and Manual Training in the Public Schools. 
V. 3. Industrial and Technical Training in Voluntary Associations 

and Endowed Institutions. 
V. 4. Industrial and Technical Training in Schools of Technology 
%xid in U. S. Land Grant Colleges. 
Industrial Education in the United States. Washington, 1883. Pp. 
319. 



15 

Reports of Commissioner. Washington, 1887-1896. 

Aesthetic Element in Manual Training. 1 895-1 896. P. 1323-132 5. 
Exhibit of Results of Manual Training. 1892-1893. P. 569-575. 
Fellenberg or Manual Labor Movement. 1891-1892. P. 506-510. 
Limitations to Artistic Manual Training. 1 895-1 896. P. 132 5-1 326. 
Manual Training (Germany). 1 889-1 890. P. 1209-12 12. 
Manual and Industrial Training. 1887-1888, P. 825-910; 1888-1889, 

P. 411-428; 1889-1890, P. 1148; 1897-1898, P. 2419-2441. 
Relation of Manual Training to Art Education. 1895-1896. P. 1321- 

1322. 
Relation of Manual Training to certain Mental Defects. 1 896-1 897. 

P. 609-703. 
Rise and Progress of Manual Training. 1893-1894. P. 877-950. 
Statistics of Manual Training Schools. 1888-1899, P- 1362-1367; 

1889-1890, P. 1351-1357; 1891-1892, P. 1197; 1893-1894, P. 

2093-2169; 1894-1895, P. 2170; 1896-1897, P. 2279-2294. 
Technical and Artizan Education in Russia. 1 890-1 891. P. 242-253. 
Technical Instruction in Great Britain. 1 891-1892. P. 105-138. 
Technical and Industrial Schools (Belgium). 1 892-1 893. P. 186-188 
Technical and Sloyd Training. 1 895-1896. P. 989. 
Training in Sloyd. 1 891-1892. P. 427-429. 

Typical Institutions ofifering Manual or Industrial Training. 1895- 
1896. P. 1001-1152. 

Walker, F. A Discussipns in Education. 

N. Y., Holt, 1899. Pp. 342. 

Woodward, C. M. . . . Educational Value of Manual Training. 

Boston, Heath, 1890. Pp. 100. 

Intellectual Value of Manual Training. 
New York, Simpson, 1899. Pp. 19. 

Manual Training School. 

Boston, Heath, 1887. Pp. 366. 

Manual Training in Education. 
New York, Scribner, 1891. Pp. 300. 

Manual Training Schools. 

(See International Conference on Education. 
V. 2, P. 52-68. London, Clowes, 1884.) 

Meaning and Value of Manual Training. 
St. Louis, 1897. Pp. 25. 

Rise and Progress of Manual Training. 
Report of Commissioner of Education, 1893- 
1894. P. 877-950, 

WooLMAN, M. S Domestic Art in the Elementary School. 

Proceedings American Manual Training Associ- 
ation, 1899. 
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METHODS AND MANUALS. 



Adams, Henry Joints in Woodwork. 

London, Corvell, 1894. Pp. 43. 
Alford, M. M Needlework as an Art. 

London, Low, 1886. 
Andren, Miss Sloyd Models. 

London, Newmann, 1896. 48 sheets. 
Annual Report Committee on Manual Training. 

Boston, School Document No. 18, 1897. 

Baker, Harriet High School Needlework and Cutting Out 

Manual. 

London, Griffith, 1886. 

Barter, S Manual Instruction; Woodwork. 

London, Whittaker, 1892. Pp. 343. 

Banner, Bertha Household Sewing with Home Dress- 
making. 

New York, Longmans, 1898. ^ Pp. 157. 

Barraclough and Parkinson — Elementary Clay Modelling for 
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